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Message Text 

UNCLASSIFIED 

PAGE 0 1 B ANGKO 13460 1 1 1 329Z 

ACTION EA- 12 

INFO OCT-OI ISO-00 EB-08 /021 W 

070248 II233IZ/70 

R 1 10925Z MAY 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4356 
AMCONSUL HONG KONG 
AMEMBASSY MANILA 
AMEMBASSY SINGAPORE 

UNCLAS BANGKOK 13460 

E.O. 11652: N/A 
TAGS: BTIO, TH 

SUBJ: FOREIGN GOVERNMENT TENDER 


1. 549/01/T0062 
2. 050878 

3. M. WARD 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO- 
6B. - 

6 C. PURCHASES & STORES DEPARTMENT, METROPOLITAN ELECTRICITY 
AUTHORITY (MEA), 121 CHAKPHET ROAD, BANGKOK 2. 

7. ADB-MEA-340 

8. 072478 
9.201 

10. 3612200-1000. TWO HUNDRED DISTRIBUTION TRANSEORMERS: 
COMPLETE SELF-PR OTFCTRD (CSP) TYPE, THREE PHASE, 50 CYCLE, 
RATED 12,000 TO 416Y/240 VOLTS WITH FORU 2 1/2 PERCENT EULL 
CAPACITY PRIMARY TAPS BELOW 12,000 VOLTS, 45 KVA. ONE 
HUNDRED DISTRIBUTION TRANSFORMERS SIMILAR TO ABOVE ITEM 
EXCEPT 75 KVA. ONE HUNDRED DISTRIBUTION TRANSFORMERS 
SIMILAR TO ABOVE ITEM EXCEPT 112 1/2 KVA. ONE HUNDRED AND FIETY 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 B ANGKO 13460 1 1 1 329Z 


DISTRIBUTION TRANSFORMERS SIMILAR TO ABOVE ITEM EXCEPT 150 
KVA. EIGHTY-FIVE SPARE PRIMARY BUSHING INSULATORS FOR ALL 
RATING. FORTY SPARE SECONDARY BUSHING INSULATORS FOR RATING 
45 KVA. TWENTY SPARE SECONDARY BUSHING INSULATORS FOR RATING 
75 KVA. TWENTY SPARE SECONDARY BUSHING INSULATORS FOR 
RATING 112 1/2 KVA. THIRTY SPARE SECONDARY BUSHING INSULATORS 
FOR RATING 150 KVA. TEN SETS OF SPARE SECONDARY BREAKER 
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ASSEMBLY FOR RATING 45 KVA. FIVE SETS OF 

SPARE SECONDARY BREAKER ASSEMBLY FOR RATING 75 KVA. FIVE 
SETS OF SPARE SECONDARY BREAKER ASSEMBLY FOR RATING 1 12 1/2 
KVA. EIGHT SETS OF SPARE SECONDARY BREAKER ASSEMBLY FOR 
RATING 150 KVA. TEN KITS OF SPARE GASKET FOR RATING 45 KVA. 

FIVE KITS OF SPARE GASKET FOR RATING 75 KVA. FIVE KITS OF 
SPARE GASKET FOR 1 12 1/2 KVA. EIGHT KITS OF SPARE GASKET FOR 
150 KVA. ONE HUNDRED DISTRIBUTION TRANSFORMERS: 

CONVENTIONAL TYPE, THREE PHASE, 50 CYCLE, RATED 12,000 TO 
4I6Y240 VOLTS WITH FOUR PRIMARY TAPS BELOW 12,000 VOLTS, 

500 KVA. TEN DISTRIBUTION TRANSFORMERS SIMILAR TO PRECEDING 
ITEM EXCEPT 1,000 KVA. TWO DISTRIBUTION TRANSFORMERS 
SIMILAR TO PRECEDING ITEM EXCEPT 1,000 KVA. EIGHTEEN SPARE 
PRIMARY BUSHING INSULATORS FOR ALL RATING. TWENTY SPARE 
SECONDARY BUSHING INSULATORS FOR RATING 500 KVA. TWO SPARE 
SECONDARY BUSHING INSULATORS FOR RATING 1,000 KVA. TWO 
SPARE SECONDARY BUSHING INSULATORS FOR RATING 1,500 KVA. 
TWENTY KITS OF SPARE GSSKET FOR RATING 500 KVA. TWO KITS OF 
SPARE GASKET FOR RATING 1,000 KVA. TWO KITS OF SPARE GASKET 
FOR RATING 1,500 KVA. 

1 1 . PROJECT FINANCED BY A LOAN FROM THE ASIAN DEVELOPMENT BANK 
(ADB). TENDER DOCUMENTS ARE FOR SALE AT $10.50 PER SET 
FROM ADDRESS MENTIONED IN 6C ABOVE. ONE COPY WILL BE 
AIRPOUCHED TO COMMERCE ON 5/15/78. 

WHITEHOUSE 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 1 1 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BANGKO13460 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780201-0252 

Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780571/aaaacich.tel 

Line Count: 86 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 6e7f1 fal -c288-dd1 1 -92da-001 cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2728490 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BTIO, TH 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6e7f1fa1-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 
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